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SUBJECT: ENERGY AGREEMENT: THERMAL POWER (08.02-01) 

1. SCIOFF DECEMBER 16 RECEIVED FROM TROSHIN OF MINPOWER LETTER 
FROM TRUBITSYN TO THOMAS, CONCERNING SYMPOSIUM ON SAFETY MEASURE 
FOR FUEL-HANDLING SYSTEMS. UNOFFICIAL TRANSLATION OF TEXT OF 
LETTER FOLLOWS: 

2. BEGIN QUOTE: DEAR MR. THOMAS: I GRATEFULLY ACKNOWLEDGE 
RECEIPT OF YOUR LETTER OF OCTOBER 20. I AM SENDING OUR REPORTS, 

FOR PRESENTATION AT THE JOINT SOVIET-AMERICAN SYMPOSIUM ON THE 
TOPIC: "SAFETY MAINTENANCE FOR FUEL LOADING, STORAGE, AND 
DELIVERY SYSTEMS," WHICH IS TO BE HELD IN THE US IN THE 1ST 

2-ND QUARTERS, 1976: (A) "STUDY OF INCREASE IN FUEL TEMPERATURE 
IN TRANSPORT CARS AND RECOMMENDATIONS FOR METHODS OF ITS CALCULATION" 
ALL-UNION HEAT-TECHNOLOGY INSTITUTE (VTI) 

(B) "STORAGE OF SOLID FUEL AT USSR THERMAL POWER STATIONS. MEANS 
OF PREVENTION OF DUST ACCUMULATION AND OF SPONTANEOUS COMBUSTION 
IN FUEL PILES." ALL-UNION TRUST FOR THE ORGANIZATION AND 
RATIONALIZATION OF REGIONAL POWER STATIONS AND POWER NETS. (ORGRES) 
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(C) "PLANNING FOR FUEL-FEEDING SYSTEMS FOR LARGE-SCALE THERMAL 
POWER STATIONS IN THE USSR, INCLUDING MECHANIZATION OF COAL 
LOADING, STORAGE, CRUSHING, AND TRANSPORT FROM THE LOADING 
SYSTEM TO THE BOILER-ROOM BUNKERS." ALL-UNION STATE PLANNING 
INSTITUTE "THERMAL POWER PLANNING." (TEP) 

3. WE ALSO WISH TO INFORM YOU OF THE PRELIMINARY LIST OF 
MEMBERS OF OUR DELEGATION TO THE SYMPOSIUM: 

(A) POLFEROV, K. YA. (CANDIDATE OF TECHNICAL SCIENCES. HEAD, 
FURNACE DEPARTMENT, VTI) 

(B) KRAVCHENKO, D. R. (ENGINEER; CHIEF SPECIALIST, THERMAL POWER 
PLANNING INSTITUTE) 

(C) KAZACHKOV, M.V. (ENGINEER, ALL-UNION TRUST "ORGRES") 

4. WE WOULD ALSO LIKE TO RECEIVE THE AMERICAN PAPERS AS SOON AS 
POSSIBLE SO THAT OUR DELEGATION MEMBERS CAN FAMILIARIZE THEM- 
SELVES WITH THEM BEFORE THE BEGINNING OF THE SYMPOSIUM. WE ARE 
PREPARING INFORMATION ON THE OPERATION CHARACTERISTICS OF THE 
KOSTROMA AND THE MOLDAVIAN HYDRO POWER STATIONS, WHERE 
TEMPORARY ASSIGNMENTS FOR YOUR SPECIALISTS HAVE BEEN SUGGESTED. 
THIS INFORMATION WILL BE FORWARDED TO YOU BY THE END OF 
DECEMBER. WE WOULD LIKE TO RECEIVE SIMILAR INFORMATION ON 

THE AMERICAN POWER STATIONS. 

5. WE WOULD LIKE TO RECEIVE A LIST OF YOUR DELEGATION MEMBERS 
ON POWER STATION OPERATION AND THE APPROXIMATE DATES FOR THEIR 
VISIT TO THE USSR. 

6. I AM ALSO SENDING YOU ADDITIONAL INFORMATION FROM VTI, IN 
ACCORDANCE WITH PARAGRAPH 4 OF OUR PROGRAM OF COOPERATION. 
RESPECTFULLY, L.A. TRUBITSYN. END QUOTE. 

7. ABOVE MENTIONED DOCUMENTS AND ORIGINAL OF LETTER POUCHED 
REGISTRY NUMBER 1907976. 

STOESSEL 
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